(2)    The time the daily check of proper operation of the
tower lights was made.

(3)    In the event of any observed or otherwise known fail-
ure of a tower light:

(    I)    Nature of such a failure.

( II) Date and time failure was observed, or other-
wise noted.

(Ill)    Identification   of  the   Flight   Service Station
(FAA)  notified of the failure of any code or
rotating beacon light or top light not correct-
ed within 30 minutes, and date and time such
notice was given.

( IV) Date and time notice was given to the Flight
Service Station (FAA) that the required illu-
mination was resumed.

5.15  FORM OF STATION RECORD:

The records shall be kept in an orderly manner and in such
detail that the data are readily available. Key letters or abbrevi-
ations may be used if proper meaning or explanation is set forth
in the record.

Each entry in the records shall be signed by a person qualified
to do so having actual knowledge of the facts to be recorded.

No record or portion thereof shall be erased, obliterated, or
willfully destroyed within the required retention period. Any
necessary correction may be made only by the person originating
the entry who shall strike out the erroneous portion, initial the
correction made, and indicate the date of correction.

5.16  RETENTION OF STATION RECORDS:

Records required to be kept by this part shall be retained by
the licensee for a period of at least one year.

5.17      INSPECTION OF STATIONS:

All stations and records of stations in these services shall be
made available for inspection to a Commission representative at
any time while the station is in operation or shall be made avail-
able for inspection upon reasonable request of an authorized
representative of the Commission.

5.18      OPERATING PROCEDURE:

Each station, unless otherwise indicated, shall transmit the
assigned call sign at the end of each transmission or exchange of
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